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MEMORANDUM FOR: (See Distribution) 
25X1A FROM: 
xecutive ASSI ty OC 
SUBJECT: Cancellation of November Executive Board 
Meeting 


The regularly scheduled 1 November 1982 meeting of 
the OC Executive Board will not be held. Unless the D/CO 
convenes an earlier ad hoc meeting, the Board will meet 
next on 7 February 1983 at 0900 in the D/CO Conference 


Room. 
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